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This manual assumes that you are familiar with basic 
Synclavier and/or Direct-to-Disk operation. If you are 
unfamiliar with booting the system, using the trackball or 
moving around the terminal displays, please see the 
Introduction manual which includes basic operating instruc- 


master index in the Reference Guide, to locate the proper 
manual. 
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